Patient Name D Aint ull Cell lin ge ashi Sex : Female 


File No. : PCR-PCR-21-10533 Age : 53 y, 0m, 23d 
Order No. : PCR-21-12534 Order Date : 01/11/2021 02:06 PM 
Consultant : Self Request Branch : PCR Mobile: 0777645573 












































COVID-19 (RT-PCR) 


Sample Type Nasopharyngeal Swab 
Negative (l) 
Passport Number P047290 


This Result Can Be Venfied By Scanning The QR Code Using Phone Camera 
ii, ll | pls hbal gs asl gema IOS gpa daill aii ga gaill ia 


A negative test result for this test means that SARS-CoY-2 RNA was not present in 
the specimen above the limit of detection. However, a negative result does not rule 
Disclaimer out COVID-19 and should not be used as the sole basis for treatment or patient 
ar management decisions. A negative result does not exclude the possibility of 
COVID-19. 
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